22       DOCKETED ITEMS

9005140198 Forwards Safety Insp Rept 50-219/90-08 on 900426-27.No violations
noted.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/05/08. FITZPATRICK.E. General
Public Utilities Corp. - GPU Service Corp. 2pp. 53819:332-53819:343.

-9005140199 Insp Rept 50-219/90-08 on 900426-27.NO violations noted. Major areas
inspected:qbservation of licensee partial participation in 900427 emergency prepared-
ness exercise.

AMATO.C.G.,   LAZARUS.WJ.  Region   1,   Ofc  of  the  Director.  90/05/04.  10pp.
53819:334-53819:343.

9005150320 Forwards summary of initiatives & accomplishments re SALP, per 891031
commitment at mid-SALP meeting.Plant div responsibilities now include conduct of
maint outages & emergency operating procedure training conducted.
CLARK.P.R. General Public Utilities Corp. - GPU Service Corp. 90/05/08. Document
Control Branch (Document Control Desk). 18pp. 53826:288-53826:305.

i. Financial information

9005070058 "1989 Annual Rept." W/900430 Itr.
HOCH.S.H., HUKILL.H.D. General Public Utilities Corp.
105pp. 53764:079-53764:183.

GPU Service Corp. 89/12/31.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to ail holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004230134 Rev 1 to Tech Spec Change Request 177,expanding battery test rev & sur-
veillance intervals for battery svc tests to 24 months.

FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 90/04/11. Docu-
ment Control Branch (Document Control Desk). 8pp. 53584:228-53584:236.

-9004230139 Proposed Tech Specs expanding battery test rev & surveillance intervals
for svc tests to 24 months.

*   General Public Utilities Corp. - GPU Service Corp. 90/04/11. 1p. 53584:236-
53584:236.

9004230245 Provides info on recent findings re plant drywel! wall thickness & plans to
assess & maintain structural integrity. Safety Evaluation 000243-002 Rev 4 confirmed
safe operation of plant through 13R outage until Aug 1991.

DEVINE.J.C. General Public Utilities Corp. - GPU Service Corp. 90/04/11. Document
Control Branch (Document Control Desk). 5pp. 53584:238-53584:242.

9004260263 Informs of plans to install safety grade check valve in supply line inside
emergency diesel generator fuel tank room coincident w/replacement or repair of
emergency diesel generator fuel oil tank.

FITZPATRICK.E General Public Utilities Corp. - GPU Service Corp. 90/04/16. Docu-
ment Control Branch (Document Control Desk). 2pp. 53628:199-53628:200.

9004250294 Summary of 900409 meeting w/util in Rockville.MD to discuss status of
plant licensing actions.Marked-up NRC Project Manager Scheduling Rept & list of full-
term OL items encl,

DROMERICK.A.W. Project Directorate I-4. 90/04/17. Project Directorate I-4. 15pp.
53597:238-53597:262.

9004250324 Forwards safety evaluation accepting util 880812,890131, 1116 & 900221
responses to Generic Ltr 88-01 re IGSCC in BWR austenitic stainless steel
piping,except for position not to amend Tech Specs to include statement on IGSCC.
DROMERICKAW. Project Directorate I-4. 90/04/17. FITZPATRICK.E. General Public
Utilities Corp. - GPU Service Corp. 4pp. 53605:300-53605:359.

-9004250326 Safety evaluation accepting util responses to Generic Ltr 88-01 re IGSCC
in BWR austenitic stainless steel piping except for position not to amend Tech Specs
to include statement re IGSCC & reduce frequency of weld insps.

*   Office of Nuclear Reactor Regulation, Director (Post 870411), 90/04/17. 3pp.
53605:304-53605:306.

-9004120209 Revised final, "Technical Evaluation Rept on Response from GPU Nucle-
ar Corp to Generic Ltr 88-01 Pertaining to Oyster Creek Generating Station."
BATES.R.C., LAKNER.A. Viking Systems International. NRC-03-87-028. 90/03/31.
NRC - No Detailed Affiliation Given. 53pp. 53605:307-53605:359.

9005010295 Forwards Amend 138 to License DPR-16 & safety evaluation. Amend modi-
fies Tech Spec to remove 3.25 limit on extending surveillance intervals & to add
bases for existing allowance,per Generic Ltr 89-14.

DROMERICK.A.W. Project Directorate I-4. 90/04/23. FITZPATRICK.E General Public
Utilities Corp. - GPU Service Corp. 3pp. 53677:208-53677:219.

-9005010298 Amend 138 to License DPR-16,modifying Tech Specs to remove 3.25
limit on extending surveillance intervals & to add bases for existing allowance.
STOLZ,J,F. Project Directorate I-4. 90/04/23. 6pp. 53677:211-53677:216.

-9005010300 Safety evaluation supporting Amend 138 to License DPR-16.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/23. 3pp.
53677:217-53677:219.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005010342 Requests 60-day extension to complete evaluation of thyroid dose
determination.following design basis LOCA.

DEVINE.J.C. General Public Utilities Corp. - GPU Service Corp. 90/04/26. Document
Control Branch (Document Control Desk). 2pp. 53666:345-53666:346.

9005030353 Forwards eight plots to support NRC review of Tech Spec Change Request
181 re reduction in number of main steam safety valves.per 891218 Itr.
LAGGART.M.W. General Public Utilities Corp. - GPU Service Corp. 90/04/30. Docu-
ment Control Branch (Document Control Desk). 11pp. 53718:098-53718:108,

9005110137 Requests that NRC provide formal guidance or revised regulations for
10CFR26, "Fitness for Duty." Exemption request for persons unable to provide urine
specimen due to medical reasons inappropriate at present time.
LONG.R.L General Public Utilities Corp. - GPU Service Corp. 90/05/01. Document
Control Branch (Document Control Desk). 1p. 53798:184-53798:184.

9005230195 Forwards agenda for NRC Region I Radiation Protection Managers Confer-
ence   on   900523-24   in   King   of   Prussia.PA.   Agenda   items   include.exposure
controts.radiological consequences of unexpected crud bursts & prenatal exposure.
KNAPP.M.R. Region  1, Ofc of the Director. 90/05/02. FITZPATRICK.E. General
Public Utilities Corp. - GPU Service Corp. 6pp. 53892:221-53892:226.

9005140009 Forwards application for amend to License DPR-16,consisting of Tech
Spec Change Request 187,revising Tech Specs to accommodate implementation of
24-month plant refueling cycle.

FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 90/05/04. Docu-
ment Control Branch (Document Control Desk). 4pp. 53816:272-53816:297.

-9005140015 Application for amend to License DPR-16,consisting of Tech Spec
Change Request 187,revising Tech Specs to accommodate 24-month plant refueling
cycle.

FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 90/05/04. 11pp.
53816:276-53816:287.

-9005140017 Proposed Tech Specs re calibr of instrument channels & testing intervals
for pressure suppression chamber & secondary containment capability tests,

*  General Public Utilities Corp. - GPU Service Corp. 90/05/04. 10pp. 53816:288-
53816:297.

9005110255 Forwards application for amend to License DPR-1e.consisting of Tech
Spec Change Request 180,revising Tech Specs re fuel cycle-specific parameters.
FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 90/05/07. Docu-
ment Control Branch (Document Control Desk). 4pp. 53819:001-53819:031.

-9005110258 Application for amend to  License DPR-1 ^consisting of Tech Spec
Change Request 180,revising Tech Specs re fuel cycle- specific parameters.
F1TZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 90/05/07. 2pp.
53819:005-53819:006.

-9005110264 Proposed Tech Specs re fuel cycle-specific parameters.

*  General Public Utilities Corp. - GPU Service Corp. 90/05/07. 11pp. 53819:007-
53819:017.

-9005110267 Rev 0 to "Core Operating Limits Rept."

DOUGHER.J.D. General Public Utilities Corp. - GPU Service Corp. 066 RO. 90/02/22.
14pp. 53819:018-53819:031.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,Item 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005220185 Forwards environ assessment & finding of no significant impact re 900221
license amend request revising Tech Specs 3.17 & 4.17.Amend authorized operation
of two control room HVAC sys during all modes of operation.

DROMERICKAW. Project Directorate W. 90/05/16. FITZPATRICK.E. General Public
Utilities Corp. - GPU Service Corp. 2pp. 53901:356-53901:360.

-9005220187 Environ assessment & finding of no significant impact re 891018 amend
requestAmend revises Tech Specs 3.17 & 4.17 to allow operation of two control
room HVAC sys during all modes of operation.
STOLZ.J.F. Project Directorate I-4. 90/05/16. 4pp. 53901:358-53901:361.

Q. Inspection reports, IE Bulletins & correspondence

9004250324 Forwards safety evaluation accepting util 880812,890131, 1116 & 900221
responses to Generic Ltr 88-01 re IGSCC in BWR austenitic stainless steel
piping.except for position not to amend Tech Specs to include statement on IGSCC.
DROMERICKAW. Project Directorate I-4. 90/04/17. FITZPATRICK.E. General Public
Utilities Corp. - GPU Service Corp. 4pp. 53605:300-53605:359.

-9004250326 Safety evaluation accepting util responses to Generic Ltr 88-01 re IGSCC
in BWR austenitic stainless steel piping except for position not to amend Tech Specs
to include statement re IGSCC & reduce frequency of weld insps.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/17. 3pp.
53605:304-53605:306.

9005010090 Forwards Safety Insp Rept 50-219/90-06 on 900218-0317 & notice of
yiolation.Events show importance of timely & effective implementation of performance

improvement plans in area of radiological controls.
WENZINGER.E.C,

.     . Region 1, Ofc of the Director. 90/04/20. FITZPATRICK.E. General
Public Utilities Corp. - GPU Service Corp. 2pp. 53669:123-53669:158.

-9005010094 Notice of violation from insp on 900218-0317.Violations noted:failure to
establish continuous fire watch for inoperable deluge sys.
* Region 1, Ofc of the Director. 90/04/20. 2pp. 53669:125-53669:126.

-9005010100 Insp Rept 50-219/90-06 on 900218-0317.Violations noted.Major areas
inspected:degradation of fire protection sys.multiple control rod movement & reactor
scram events.plant startup w/ rod worth minimizer bypassed & emergency prepared-
ness.
RULAND.W. Region 1, Ofc of the Director. 90/04/20. 32pp. 53669:127-53669:158.